Region 1 
With School Locations 
and High School (HS) Boundaries 
School Year (SY) 2022-23 


This region map identifies schools 
having all or partial boundaries within the region. 
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Elementary School (9) Herndon HS Boundary 
Middle School {> Langley HS Boundary 
High School Madison HS Boundary 
Site | Oakton HS Boundary 
Support Center __ South Lakes HS Boundary 


Other = Boundary Change Area From 
G3 Region 1 McLean HS to Langley HS 


High Schools Middle Schools 


Herndon Carson * 
Langley Cooper 
Madison Herndon 
Oakton Hughes 
South Lakes Thoreau * 


Elementary Schools 


Aldrin Forest Edge Mosaic 
Armstrong Forestville Navy 
Churchill Road Fox Mill Oakton 
Clearview Great Falls Spring Hill 
Colvin Run Herndon Sunrise Valley 
Crossfield Hunters Woods Terraset 
Cunningham Park Hutchison Vienna 
Dogwood Lake Anne Waples Mill 
Dranesville Louise Archer Wolftrap 
Flint Hill Marshall Road 


Notes: 

1. * indicates school assigned to Region 1 while outside boundary. 

2. For the HS boundary change, rising 9th-grade students will attend Langley HS, 
tising 10th-grade students will attend McLean HS or Langley HS based on the 
HS chosen in SY 2021-22, and rising 11th-12th grade students will attend 
McLean HS. 

3. For additional school year school assignments, please contact the Office of 
Facilities Planning Services at 571-423-2320. 

4. For SY 2022-23, Herndon ACE has been named Herndon Welcome/Learning 
Center. This will relocate in January 2023 and is shown at the new location. 
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